Site Name 


Feature Location 


6 D's 


Reasons 


Existing species 


Planting notes 


Replant species 


EDGEBROOK ROAD 


opp 28 


Damaging 


Damage to Surface 


Tilia x europea 


Plant in new 800mm 
pit opposite 28 (same 
as felled tree) 


Malus 'Rudolph' 


EDGEBROOK ROAD 


o/s 24 


Dangerous 


Structurally 

Compromised 


Malus Sp 


Plant in same pit 
outside 22-24. 


Malus 








